• Completely packaged^ ready for assembly and 
installation. 

• Easy to assemble, with screwdriver and pliers. 

• Weather-Tight. 

• Size: 10' x 20% can be used in multiples. 



Material: 6" wide interlocked roof panels made of 
special heat treated aluminum. Famous Hunter Douglas 
2-coat baked enamel finish in gleaming white. 
Edge colorfully trimmed with green panel. 

Tested for even loading of one ton. ^^j^ ^ ^| ^Q* 
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Use as a 

patio cover, too! 
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